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4. Large extensions are to be carried out in the course of 1919 to the 
"Galenika" and "Pliva't works in Zagreb for the manufacture of medical in= 
struments and sanitary articles. 


2. Work on the erection of four new buildings is to start in the spring of 
19h9 at the "Pliva™ factory. 


3. "Pliva” and "Galenika" are to be equipped with modern equipment ordered 
from Switzerland and will be grouped with the "Sava rubber articles 
factory to form a single production center once the new equipment has 
been installed. 


h, In addition to mamfacturing equipment for civilian use, these three 
factories have independent sections for military requirenents, the products 
of which, however, have hitherto proved go poor in quality that they have 
been rejected for the greater part by the Arny's inspectors. 


5. "Sava" obtains its supplies of raw materials from the "Tigar" rubber | 
factory at Pirot. 
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